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Address: C/0 New Cake Inn Bakers, Near Noorani Masjid Shaikh Chowk 
Gambat, P.O & Taluka Gambat, District Khairpur Mir's. 

Cell: 0092 323 3512409 
Emall:shaikhzaka92@gmail.com 


ZAKKA ULLAH LEAD AUDITOR | ISO 450011 OHS MANAGEMENT SYSTEM 


SUMMARY 



5 YEARS 
SUMMARY AS 
HSETEAM/HSE 
ENGINEER 


An experienced and committed HSE professional with 6+ years of Experience in the field of Health, 
safety and Environment. Able to develop Safe system of work to protect the employees. Specific 
knowledge of health, safety and environment as it applies to different industries like. Oil and gas. 
Construction. Experienced in carrying out Health and safety training for staff within the workplace and 
presenting health and safety summaries and reports to the clients. 


Job Responsibilities; 

Ensure compliance with Health, Safety & Environmental Policy 

Developed Safe System of work i.e. HSE Plans, Procedures Risk Assessments, Emergency Response 
plans. Journey Management Plan, Systematic Inspection prior to safe start of work 
Participated in Risk Assessments 

Accident & Incident investigation 
Conducted task related training to workforce 

Conducted periodic inspection of camp, work site, equipment & vehicles 
Participated in internal & external audits, ensured tracking and close of remedial actions 
Prepare HSE statistics and report of HSE activities to the client representatives 


ACHIEVEMENTS 


EDUCATION 


Authorized Lead Auditor ISO 4S001 OHS Management System 

Authorized TRA Member of HITRA Team UEP (U.R.S Third Party Certified Member.) 

Authorized Permit Receiver of UEP (U.R.S Third Party Certified Member.) 

iOSH Managing Safely (CORSHE KARACHI). 


NEBOSH (International General Certificate) Progress 

Masters of engineering Management (Environmental) 2.87 cgpa 

NED University of Engineering & Technology Karachi. 


Bachelor of Engineering (Energy & Environment Engineering) 

NED University of Engineering &. Technology Karachi. 

Final Year Project ^ ^ 

Liquid Desiccant Solar Air Conditioning. ^ 


78.44% 


TRAINIGS & Training session Basic Rescue from Federal Civil Defence Training School. 

CERTIFICATIONS One Day Training Program on ViSION-2050 ROAD MAP FOR HAZARDOUS MATERIAL & DANGEROUS 

GOODS SAFETY MANAGEMENT DURING TRANSPORTATION IN PAKISTAN from NED University, 
Karachi. 

Civil Defence Specialist Instructor's (Casualty Services) from Federal Civil Defence Training School 
Karachi. 

Fireman course from Federal Civil Defence Training School. 

One Day Training Program on Occupational Health & Safety System OHSAS 18001-2007 from 
Quaid-e-Awam University, Nawabshah. 


























Position 

Projects 

Duration 

Sr. HSE Engineer 

HydroChina International Engineering Company 
Limited 

Project: Liberty Wind Power-1 

Oient: Liberty Power Tech Limited 

July 2020 till Today 

HSE TEAM LEAD 

MEC Engineering Company 

Projects: 

Work over at SAWAN-4 

Construction of Flare pit & Redressing of Water 
pit for Sawan-1 

Construction of Access Rod Rig Camp & Well Site 
Location BITRO-1 

Construction of Access Road & Well Site Location 
LATIF-18 

Client: United Energy Pakistan (UEP) 

July 2019 till to March 
2020 

EHS ASSISTANT 
MANAGER 

U.C.C Private Limited 

Projects: 

K Electric's Tp 1000 Project, KDA Grid Station 

K Electric's Tp 1000 Project, Sarjani Grid Station 

K Electric's Tp 1000 Project, GADAP Grid Station 

K Electric's Tp 1000 Project, Maripur Grid Station 

K Electric's Tp 1000 Project, 100 MW Site Gas 
Turbine Power Station 

Qient: Karachi Electric (K.E) 

June 2018 to May 2019 

QHSE ENGINEER 

BST Services 

Projects: 

Construction of Access road and well site location 
NUSRAT-Xl, Naushahro Feroz 

Construction of Qabir X-1 EWT facility Plant, 
Shahdadpur 

Construction of Access road and well site location 
Mazrani Deep 1, Qambar 

Client: Pakistan Petroleum Limited (PPL) 

Feb 2016 to May 2018 

ASSOCIATE 

CONSULTANT 

Arch Associates Management Consultants & 
Trainers 

Projects: 

Construction of 59 MW Wind Power Project, 
Jhampir Sindh. 

Client: Sapphire Wind Power Company Limited 

Jan 2015 to Jan 2016 

HSE ENGINEER 

Principal Builders 

Projects: 

Construction of Emaar Crescent Bay Phase-VIII 
Karachi 

Clients: Emaar 

Jan, 2014 to Dec, 2014 


SOFT SKILLS Ms Project (Project Management) Ms Office (Word, Excel, Power Point). 

Excellent written & Presentation Skills Command on Internet 


PERSONAL Father Name 

INFORMATION Date of Birth 

CNIC NO. 
Nationality 
Marital Status 


Muhammad SkJdique 
0^Aipn\/1992^.y^ 
452026963187-1 


Pakistani 

Single 


















